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81-202 (B) 


81-203 (W) 


81-204 (B) 


81-205 (G) 


81-206 (B) 


81-207 (B) 


81-208 (W) 


81-209 (B) 


81-210 (B) 


81-211 (G) 


81-212 (W) 


81-213 (W) 


81-214 (B) 


81-215 (B) 


SERVICE BULLETINS 
XLU-152 Service manual & parts list for XLU-152. 


MA-325 Installation instructions for units 
other than the MCB. 


All UHF transceivers & repeaters. 
Possible receiver self quieting spurs or 
erratic AFC when 10.245 MHz is used as second L.O. 


Rereeme, ALI 252C, XCH-257, XLH-257C 
Failure of R203 due to excessive power dissipation 
and/or failure of Q505 during normal operations. 


MCPU and MCPH-A series. 


Sluggish squelch action. Suggested additions/modifications. 


MCU-34, MCU-18 
Transmit channel 2 does not always transmit properly. 


MA-301 and MA-131 
Compatibility of MA-301 and MA-131. 


All UHF radios and power amplifiers. 
Procedure to follow when replacing output transistors. 


MCU-30, MCU-15, MCBU-15 and MCBU-19 
Extensive changes in power amplifiers. 


MCH-40 
Deterioration of sound quality due to loss of high 
frequency response and high microphone sensitivity. 


MA-186, MA-314 and MA-315 

RF causing DTMF tones (MA-186, MA-315) 2805 tone 
(MA-314) not to be transmitted or distorted when 
transmitted. 


MA-325 

MA-325 will not fit into XLH series radios due to 
short wire lengths. Also MA-325 will not fit into 
MCU series mobile radios due to speaker interference. 


XLU-152A, XLU-152B 
No high (B) range frequency set data in service sheet. 


XLU-152, XLU-1515 
(A) Transmit hum/distorted or excessive tone deviation. 
(B) Voice intelligibility when motor is running. 
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81-218 (G) 


81-219 (B) 


81-220 (B) 


81-221 (W) 


81-222 (W) 


81-223 (Y) 


81-224 (W) 


81-226 (W) 


82-225 (W) 


82-227 (W) 


82-228 (W) 


82-229 (B) 
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MCU30, MCU15, MCBU-19 A/B, MCBU-35 A/B and 
MCCU-01 A/B with main board 704-064 
Non-symmetrical transmitter audio at + 3 MHz. deviation. 
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MCU 34, MCU-34H, MCU-18, 18H, MCBU35A, 35B, MCBU-19 A/B 


Transmitter frequency drifts rapidly when keyed or 
erratic frequency readings when netting crystals. 


MCBH45 
Discrepancy between the modulation circuit shown in 
service manual to that of the radio. 


ALU P52 
Audio ‘‘BLEEP’’ which is generated on transmitter 
carrier immediately after key-up. 


XLU SERIES 

When interfacing the MA330 or MA311 with the XLU series 
radios: the automatic PTT circuit for the touch pad will 

not engage the transmitter. 


MA164, 165, 166, 300. 
Addendum to Service Manual. 


MA 325E 
Reference Service Bulletin 81-203 - Figure 2. 


MCL60 
Service Manual Errata. 


Addendum to be added. 


MCU30, MCH40, MCL6O series radios with reverse 
burst circuit option (MA3O4). 


ACH100, AASCH100 
Service Manual Errata. 


MCA611A 
Long detention time & Group calling. 


MA187 
Addendum — Hookup information for installing in 
the TRPH Radio. 


MCU30, 15, MCUO3, MCBU19/35 
Board Changes. 


82-230 (W) 


S2-231 { ) 


82-232 (W) 


82-233 (W) 


82-234 (W) 


82-235 (W) 


82-236 (G) 


82-237 


82-238 (W) 
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82-242 (G) 
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MCA 611A 
Service manual errata and addition of the MA361 
service manual information. 


RAP200 

To accomodate International usage. 

To allow the RAP200 to answer itself on the first 
ring in DTMF telephone systems only. 


MA317 
Modification of the MCA611A (Rev. H and lower) necessary 
for MA317 installation. 


MA355 
MA355 will not stop on active channel when used with 
CTCSS Decoder. 


MA337, 344. 

Mounting position of options in XLU series radios. 
MA329 

Revision on instruction sheet. 

XLH257 

Service Manual Errata. | 

Holding 

MA325 


Addendum: RAP200 & SAI80O0O instructions. 


MCBH/MCBU 
Service manual errata: updated pages. 


XLU & XLH series radios 

Excessive distortion of low frequency transmitted 
CTCSS tones between 67.0 and 130.0 Hz. 
Holding 

ALH2Z5 275257 

Installation difficulties with vehicular generated 
electrical noise and high RF field sensitivity. 
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MCA611 

1. Errors in Service Manual. 

2. Kl jumper too short. 

3. Possibility of tone decoder falsing with harmonics. 


Cancelled 


MA-325 
Interference fit when mounting option board to a ‘‘Rev’’ N control 
board. 


ALHZS 21257 SALHC2Z5 2/257 
Design changes to improve radio performance in high systems noise en- 
vironments. 


MLA S.27 1515 
Design changes to improve radio performance in high systems noise en- 
vironments. 


XLH=257 
Parts placement of control board has wrong component designation on 
the volume pot. 


BAH-100 
Service Manual Errata. 


MCU-31, 31H, 34, 34H, MCBU19/35 - Main boards (704-064) 
(704-021) 
Transmitter not stable on initial keying. 


ACU45A/AASCU45A 
Changes of parts of new models, models in field not affected. 


ALAS 2257 
Recent changes to reduce vehicular generated noise have inherently 
lowered microphone gain by 6.6 db. 


ALHOZ52 XL H 257 
Incorrectly labeled part on parts placement diagram. 
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W = White B = Blue 
G = Green Y = Yellow 
SERVICE BULLETINS (CONT.) 
82-256 (G) XLH252 ABC | 
Assembly change. 
82-257 (G) XLH257/XLHC257 
Service Manual Errata. 
82-258 (G) MCH-40, MCL-60, MCBH45, MCCHO6, MCCHO9 


Polarity of electrolytic capacity in the audio amp, is reversed resulting in 
possibility of low or distorted audio. 


82-259 (B) XLU1515 when used with MA-329 
Radio will not step through all channels. 


82-260 (G) MCMHIl/units manufactured after Nov. 1980 
Low freq. audio distortion. 


82-261 (W) MA-337 
The MA-337 decodes other ID codes along with the correct ID code. 


82-262 (B) RES 2rd | 3 
To convert ‘’A’’ range to ‘'B”’ range. 


82-263 (W) XBU 152 XLU1Tb15 
Inferior TX hum and noise. 
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